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CORRIGENDA TO VOL. 105, PART B, 1958 


Page 23: Eqn. (4) should read: 
R= /{1 + Gtsin « tan 62] — 4tsin c tan e 


Page 280: Section 5.2, 3rd par.: 


an he - and although this is frequency dependent in the audio range, the device may prove to be useful in telephony” 
should read: 


“. .. and since this is not frequency dependent in the audio range, the device should prove to be useful in telephony.” 


CORRIGENDUM TO VOL. 105, PART B, SUPPLEMENT No. 8, 1958 
age 137, col. 2: The equation should read: 


4 
Pity =< itp <= Di ad — pe 
ou 
2rirov/p F291, 
J [ren iad po? ~ Baa 


ADDITIONAL CORRIGENDA TO VOL. 104, PART B, 1957 


‘Page 583, col. 1, line 13: ‘Herzog’ should read ‘Hertzog’. 
Page 583, col. 2, line 14: ‘F.L.C.’ should read ‘E.L.C,’ 


Page 600: In the equation under Table 1, 


e 


b 2 
2a should come between Kp and ( 1 — a) 
CORRIGENDUM TO VOL. 104, PART B, SUPPLEMENT No. 7, 1957 


Page 520, col. 1, Reference 3 should read: 


ScarroTT, G. G., HARwoop, W. J., and JoHNson, K. C.: ‘The Design and Use of Logical Devices using Saturable Magnetic 
Cores’, Proceedings I.E.E., Paper No. 2065 M, March, 1956 (103 B, Supplement No. 2, p. 302). 


ADDITIONAL CORRIGENDUM TO VOL. 103, PART B, 1956 


Page 61, col. 2, Sth and 4th lines from bottom: V/128 and V/64 should read: 
V/256 and V/128. 
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